Incorrect Sides (Vsdisas)

Such plot is called an incorrect -one; sides of which are
ruled by corners & corners are occupied by Dishas. The figure
given below illustrates this.
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A If you have a plot which has a road on the North East
side. Dig a well on it and construct a gate on the North side. You
may live then on that plot happily. Please note that construction
work should be started from the South-West corner.
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B. On the plot of this kind which is faced by South-East road;
well should be dug on the North-East and gate should be built on
the East, as shown above.
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